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ORIGIN AF-06 

INFO OCT-01 ISO-OO PM-04 NSC-05 SP-02 SS-15 CIAE-00 INR-07 

NSAE-00 OC-05 CCO-OO DODE-OO MMO-01 /046 R 

DRAFTED BY AF/W:WGRAMSAY:BF 
APPROVED BY AFAV:JKBISHOP 
AF/EX - GKRYZA 

092703 

R 190058Z DEC 75 
FM SECSTATE WASHDC 
TO AMEMBASSY ABIDJAN 

CONFIDENTIAL STATE 298630 

E.O. 11652:GDS 

TAGS: OGEN 

SUBJECT: PROPOSED FBIS AND WATTS INSTALLATIONS IN 
IVORY COAST 

REFS: A) STATE 296158; B) SMITH/MULCAHY LETTER, 1 1/13/75 
FOR AMBASSADOR FROM AF/W 

1. YOU WILL HAVE IN HAND NOW REF A, WHICH DEALS WITH 
CONSIDERATION BEING GIVEN ABIDJAN AS POSSIBLE SITE FOR 
FBIS MONITORING FACILITY. IN POUCH TO YOU IS LENGTHY 

AND DETAILED AIRGRAM CONCERNING POSSIBILITY OF SETTING UP 
WATTS RELAY STATION IN IVORY COAST. 

2. QUESTION UPPERMOST IN OUR MINDS. AS IN YOURS, IS 
WHETHER WE COULD REASONABLY REQUEST GOIC TO CONCUR IN 
ESTABLISHMENT OF BOTH FACILITIES. THIS IS SIMPLY TO ALERT 

YOU THAT DEPARTMENT WOULD LIKE BOTH PROPOSALS TO BE EVALUATED 
BY EMBASSY IN TANDEM. 

3. FYI. FBIS INSTALLATION, REGARDLESS OF ITS LOCATION, 

WOULD OF COURSE BE OVERT AND DECLARED TO GOIC. END FYI. 
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4. FURTHER COMMENTS FOLLOW BY LETTER. KISSINGER 
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